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ORIGIN SY-05 

INFO OCT-01 ISO-OO /006 R 

DRAFTED BY A/SY/T: W H GILLIAM: TEA 
APPROVED BY A/SY/T: M H MUSSER, ACTING CHIEF 
DESIRED DISTRIBUTION 
SY/FO/EUR, SY/FO/EA 

106905 

R 122223Z AUG 76 
FM SECSTATE WASHDC 
TO AMCONSUL FRANKFURT 
INFO AMEMBASSY TOKYO 
AMCONSUL HONG KONG 

CONFIDENTIAL STATE 200952 

FRANKFURT FOR RTC, RSS; TOKYO FOR TSO; HONG KONG FOR RTC 
E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: REPLACEMENT DOOR FRAME FOR TOKYO ACR 

1 . FRANKFURT ACR INVENTORY DATED APRIL 7, 1975 INDICATES 
THAT RTC HAS A SPARE DOOR FRAME AS PART OF INCOMPLETE UNIT. 

IF STILL AVAILABLE, PLEASE ARRANGE FOR MAC SHIPMENT AS SOON 
AS POSSIBLE TO TSO TATUM AT TOKYO. HINGES NOT REQUIRED. 

FUNDING CAN BE PROVIDED FROM SY/T IF REQUIRED. ADVISE. KISSINGER 
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